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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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NATIONAL FOREWORD 

This Indian Standard (Part 3) which is identical with ISO 10787-3 : 1994 Textile machinery and 
accessories — Heald frames — Part 3 : Guides for heald frames' issued by the International 
Organization for Standardization (ISO) was adopted by the Bureau of Indian Standards on the 
recommendations of the Machinery for Yarn and Fabric Manufacture Sectional Committee and 
approval of the Textile Division Council. 

This standard has been prepared in supercession to the earlier Indian Standard IS 10936 : 1984/ 
ISO 569 : 1982 'Co-ordinated dimensions of heald frames in relation to the pitch of the harness' since 
ISO 10787 published in three parts cancels and partially replaces ISO 569 : 1982 on which IS 10936 : 
1 984 was based. 

This standard consists of three parts under the general title Textile machinery and accessories — 
Heald frames': 

Part 1 Heald-carrying rod fixed to the frame stave by rod support — Coordinated dimensions 
Part 2 Heald-carrying rod fixed directly on the frame stave — Coordinated dimensions 
Part 3 Guides for heald frames 

In this standard, the text of ISO Standard has been approved as suitable for publication as an Indian 
Standard without deviations. Certain conventions are, however, not identical to those used in Indian 
Standards. Attention is particularly drawn to the following 

a) Wherever the words 'International Standard' appear, referring to this standard, they should 
be read as 'Indian Standard', and 

b) Comma (,) has been used as a decimal marker while in Indian Standards, the current 
practice is to use a point (.) as the decimal marker. 

CROSS REFERENCE 

In this adopted standard reference appears to the following International Standard for which Indian 
Standard also exists. The corresponding Indian Standard which is to be substituted in its place, is 
listed below along with its degree of equivalence for the edition indicated. However, that International 
Standard cross-referred in this adopted ISO Standard, which has subsequently been revised, position 
in respect of that latest ISO Standard has been given: 

International Standard Corresponding Indian Standard Degree of 

Equivalence 

ISO 2768-1 : 1989 General tolerances IS 2102 (Part 1) : 1993 General Identical 

— Part 1 : Tolerances for linear and tolerances: Part 1 Tolerances for linear 

angular dimensions without individual and angular dimensions without individual 

tolerance indications tolerance indications 



For the purpose of deciding whether a particular requirement of this standard is complied with, the 
final value, observed or calculated, expressing the result of a test or analysis, shall be rounded off in 
accordance with IS 2 : 1960 'Rules for rounding off numerical values (revised)'. The number of 
significant places retained in the rounded off value should be the same as that of the specified value 
in this standard. 
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Indian Standard 

TEXTILE MACHINERY AND ACCESSORIES — 

HEALD FRAMES 

PART 3 GUIDES FOR HEALD FRAMES 



1 Scope 

This part of ISO 10787 specifies the dimensions of 
guides for heald frames, which are used for supple- 
mental guidance of heald frames. 



2 Normative references 

The following standards contain provisions which, 
through reference in this text, constitute provisions 
of this part of ISO 10787. At the time of publication, 
the editions indicated were valid. All standards are 
subject to revision, and parties to agreements based 
on this part of ISO 10787 are encouraged to investi- 
gate the possibility of applying the most recent edi- 
tions of the standards indicated below. Members of 
lEC and ISO maintain registers of currently valid 
International Standards. 



ISO 2768-1:1989, General tolerances — Part 1: Tol- 
erances for linear and angular dimensions without in- 
dividual tolerance indications. 

ISO 10787-1:1994, Textile machiner/ and accessories 

— Heald frames — Part 1: Heald-carrying rod fixed to 
the frame stave by rod support — Coordinated di- 
mensions. 

ISO 10787-2:1994, Textile machinery and accessories 

— Heald frames — Part 2: Heald-carrying rod fixed 
directly on the frame stave — Coordinated dimen- 
sions. 

3 Dimensions 

The dimensions and specifications of heald frame 
guides are given in figure 1 and tables 1 to 3. 

Tolerances which are not specified are given in 
ISO 2768-1, tolerance class medium. 
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*) Dimension in accordance with ISO 10787-1 or (SO 10787-2. 



Figure 1 — Heald frame guide 



Table 1 — Heald frame guide thickness 

Dimensions in millinTetres 


Pitch of harness, r, 

according to 
ISO 1 0787-1 1> 


12 


(14) 


(16) 


18 


24 


Thickness s of guide 
for heald frame 


11,8 


13,8 


15,8 


17,8 


23,8 


1) Dimensions shown in parentheses should be 
avoided for new constructions. 



Table 2 - 


■ Heald frame guide height and width 

Dinnensions in millimetres 


Height of 

guide for 

heald 

frame 

h^ 
± 1 


Width o 
heak 

fixed 


f guide for 
1 frame 

c 

t 1 
removable 


Distance 

between end 

loops of healds 

L 


140 


60 


80 


L^aoo 


160 


300 < L ^ 330 


180 


330 < L ^ 380 


200 


380 < L < 420 


230 


420 < L < 480 


260 


f,>480 
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Table 3 — Height of heald frame guide recess 

Dimensions in millimetres 



Height of 
guide recess 



+ 1 



46 



Height of frame stave in accordance 
with 

ISO 10787-1 I ISO 10787-2 

b 

nom. 



58 



70 



82 



72 



84 



96 



84 



96 



120 



4 Designation 

The designation of a heald frame guide shall com- 
prise, in the order given, the following: 



b) reference to this part of ISO 10787, i.e. 10787-3; 

c) height of the guide, h■^, in millimetres; 

d) width of the guide, c, in millimetres; 

e) pitch of the harness, r, in millimetres; 

f) height of the guide recess, fej. ^"d thickness of 
frame stave, a, in accordance with ISO 10787-1 
and ISO 10787-2, in millimetres. 

EXAMPLE 

A guide for heald frame of height A, = 160 mm and 
width c = 60 mm, having pitch of harness 
f = 12 mm, height of guide recess A2 = 46 mm and 
thickness of frame stave a = 9 mm shall be desig- 
nated as follows: 

Guide ISO 10787-3 - 160 x 60 - 12 - 46 x 9 



a) "Guide"; 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote 
harmonious development of the activities of standardization, meriting and quality certification of goods 
and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in any 
form without the prior permission in writing of BIS. This does not preclude the free use, in the course of 
implementing the standard, of necessary details, such as symbols and sizes, type or grade designa- 
tions. Enquiries relating to copyright be addressed to the Director (Publications), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are 
also reviewed periodically; a standard along with amendments is reaffirmed when such review indi- 
cates that no changes are needed; if the review indicates that changes are needed, it is taken up for 
revision. Users of Indian Standards should ascertain that they are in possession of the latest amend- 
ments or edition by referring to the latest issue of 'BIS Catalogue' and 'Standards: Monthly Additions'. 

This Indian Standard has been developed from Doc : No. TX 14 (0689). 
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